SYMBOLS AND ABBREVIATIONS
a. - Form factor of an antenna
p = Sharpness of resonance
a, 6 = Constants of the spark or arc
e ~ Base of the natural (Naperian) logarithms
oc = Proportional to; varies as
<^ =.Much less than
^> = Much greater than
EMS = Zenneck's   "Elektromagnetische   Schwingungen   u.   dnihtlosti   Tele-
graphie."    Stuttgart, 1905.
ETZ = Elektrotechnische Zeitschrift
Jahrb. = Jahrbuch fiir drahtlose Telegraphic.    Leipzig.    Joh. Anier. Btirth.
El. = The Electrician.    London.
C.It. = Cornptes rendxis de TAcademic des Sciences,    Paris.